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E.O. 11652: N/A 

TAGS: ABLD, AFSP, ASEC, UR 

SUBJECT: LENINGRAD FIRE DETECTION SYSTEM 

IN ORDER TO PROMPTLY COMPLETE YOUR FIRE PROTECTION 
SYSTEM, FBO MOSCOW IS PREPARED TO SEND ITS STAFF 
ENGINEER STANLEY NORTH TO LENINGRAD TO SUPERVISE 
THIS WORK. WE ARE CURRENTLY SEEKING TWO ELECTRICIANS 
FROM EITHER VIENNA OR HELSINKI TO WORK WITH MR. NORTH. 
WE ASSUME THAT SEABEE MIKE LADD WOULD BE AVAILABLE 
THERE TO INITIALLY ORIENT SUCH A TEAM. WE WILL 
ADVISE FURTHER SHORTLY. FBO MOSCOW INITIATIVE 
IN THIS MATTER HAS BEEN REQUESTED BY A/FBO. 
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